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WORK ATTACH! lEl IT A 


I SPECIFICATIOIIS 


A. Video Amplifier (including p\ilse stretcher) 


Gain : 

Bandvridth : 

Poirer Consumption: 
Transistors Used: 
Input Impedance: 
Pulse Stretch: 

Size : 

V/eight : 


Approximately 85 db (lOO uv ms input) 
850 cps . to 450 kcs . 

6.0 milli^ratts 
Four SD-lOO's 
App;roximately 2000 ohms 
Approximately 50 (nominal input) 

1 " X 1 " X 2 3 / 4 " (excluding lip) 

5-1 ozs. 


B. Audio Amplifier 


Gain : 

Bandwidth : 

Power Consumption: 
Transistors Used: 
Input Impedance : 
Output Impedance: 
Size: 

Weight : 


Approximately 40 db ± 4 db. 
Approximately 7OO cps to 24 kcs. 
15 milliwatts 
Three 2:134 's 
1 megohm 
30,000 ohms 

1" X 1" X 2 3 / 4 " (excluding lip) 
6 ozs. 


C . Demand Unit 


Circuit : 

PRF Response; 
Sensitivity (trigger) 
Poirer Consumption: 

Transistors Used: 

Size : 

'/eight : 


Bi-stable multivibrator 
50 to 5000 pps 

1.6 volts pealc-to-peal: ( 20 °:) 

Standby - 40 iiiilli\ra.tts 
Operating - 600 milliv/atts 
Tfo 21134 's 

1 7 / 6 " X 3 l/ 4 " X 3 5 /S" (excluding lip) 
1 lb. ll-j- ozs. 


D. Recorder - Power Unit 


\ 


E. 


\ 


\ 

\ 


\ 


\ 

\ 
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Supply: 15 volts at 1 amp hr. rating 

Standby drain: 4.5 ma. 

Operating drain: 100 ma. 

Consists of 10 Yardney IH-l cells in series 
Recorder: ianifon r- 55 L 

Power Consumption - Standby 0 millivnitts 
Operating 1000 mlllivra,tts 

Auxiliary - Potver Unit ; 

Supply: 15 volts at 1 amp hr. rating 

Standby drain - 4.5 milliamps 

Operating drain - 100 milliamps 

Consists of 10 Yardney TH-l cells in Series 
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Terminal: 


Poarer Consiairption: 


II CJErniRAL PEQUIREt-lSfiTS; 


DPDT Relay Contact Output 
Audio output (unpolari^d) 
conanon 'jround connection 

Standby 0 millii/atts 
Operating 1000 milliuatts 


A. 


=>.ouM be ^tted te i.e„« 

the drive motor and transuort mAf.h • unit consists of 

(to be supplied by customer). Pro^sSn°^h'' “inifon recorder 

for aural ^aiiorln, b;-.e2:nrro^::S? 


3. 


use of: 

1 . 
2 . 
3. 


programmer and demand unit 
^d unit alone irtth the system. 
Irogrammer alone ^rith the system. 


simultaneously. 


D. 


circuitry should be made such tKat 
■tile programmer would plup into requirement (c- 1 ) 

throiring the "on- Off^’s^tcf ?o""of?"Tonr'? 
the complete, system. Under requirement energizing of 

operate imder normal conditions system would 

throwing the siritch to the "on"^r«->c,^^ actuate^ by moans of 
the demand unit could be put asl£ nnJ°+v’ requirement (c- 3 ) 

the external programme^ controUed by 

programmer into Se aul^o necessitate plugging the ^ 

E* Finish ; 

“ non-reflectlu, 

designation on any surface. lature of serial number 

Government f urnished eq uinman-^ . 

(5) P-55L minifon recorders 

Itemlzed^^n^AS^L^r'h?®^' Including schematic diagrams, 
(1) XTAL video demand system. 


P. 


i 


S“v.': 
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^ • Deliverable Items 


.■\ 


•3.) (5) XTAL video demand systems. • > 

^ ^ copies of the schematic diagram \ 

parts 1.1 St, and manufacturing draxrings of any unu8^^rt\ 





I 


'iLj^klViLb 1. 
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'^0'Vf/D£,VrM, 

ATTACHMENT B 

XTAL Video Demand Fyutem 

i 

' The following is a list of drawings that v/ere gi-ven to the contractor: 

, Dwg. No. 3 f'tounting block, Demand Unit 

4 Mounting block, Demand Unit 

5 Plate, Demand Unit 

6 Plate, Demand Unit 

7 Plate, 8iri.tch mounting. Demand Unit 

8 Cam, Demand Unit 

9 Spacer, Demand Unit 

10 Assembly View, Demand Unit 

11 Mechanical assembly of Video Unit 

12 Case, Video Unit 

13 Cover, Video and Audio Units 

14 Shield a 

15 Mechanical assembly of Audio Unit 

17 Case, Timer, Demand Unit 

16 Case, Audio Unit 

18 Cover, Timer, Demand Unit 
Schematic Diagrams. 
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